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I tried  to  collect  as  much  data  as  possible. 

Here  are  the  mission  sheets  for  the  14th  & 15th.  I also  updated  the  START  Org  chart  with  as  much 
info  as  I have  right  now. 

Demobe  forms  will  be  following  in  separate  email 

Please  let  me  know  if  there  is  anything  specific  you  need  me  to  follow  up  on. 
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From:  "Goua.'Gerra 

Sent:  Sat  8/1 5/2015  4:41 :08  PM 

1.S.uhject:.....JVIjs.sio.os..to.c.£PA  & Org  chart  for  START 


To: 

Cc: 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 


4003815 


ED  000552H  00004733-00002 


